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LOCAL AND TEMPORARY LAWS-1962
1. Have perpetual succession;
2. Sue and be sued;
3. Adopt, use and alter a corporate seal;
4. Make bylaws for the management and regulation of its affairs,
and to define a quorum for its meetings;
5. Deposit monies derived from revenue-producing facilities, and to
withdraw the same for the purpose of operating and maintaining such
facilities;
6. Prescribe regulations requiring persons who shall be residents
of the district to make use of any water system which the district shall
place in operation. Such regulations shall, however, become effective
only after they have been adopted by resolution of the commission, a
certified copy thereof has been recorded in the office of the Register
of Mesne Conveyance for Spartanburg County, a copy has been
posted in the Spartanburg County Courthouse and in at least two
other public places in the district, and notice of the adoption of such
regulations shall be published at least once for three successive weeks
in a newspaper published in Spartanburg County, and having general
circulation in the district. The notice shall specify in brief the scope
of the regulations, and shall state the date on which they shall become
effective. Prior to the adoption of the aforesaid resolution, the commis-
sion shall give public notice of the meeting which is to be held to
consider their adoption, and such notice shall appear in a newspaper
published in Spartanburg County, and having general circulation in
the district, no less than seven days prior to the occasion fixed for the
holding of such meeting. The provisions of this paragraph, prescribing
conditions upon the effectiveness of regulations adopted to require
compulsory use of water facilities, shall not be deemed to impose con-
ditions upon the making or adoption of any other type of regulation
authorized by this act;
7. Acquire, purchase, hold, use, lease, mortgage, sell, transfer and
dispose of any property, real, personal or mixed, or any interest
therein;
8. Build, construct, operate, acquire and maintain water lines and
water mains throughout the district, and all apparatus necessary for
the proper functioning of the same, and from time to time to enlarge
and extend the same;
9. Establish, operate and maintain a system of fire protection as
the commission deems feasible and practicable;
10. Purchase, or otherwise acquire, a supply of water for its water
distribution system, and to that end to build, construct, acquire, main-


